ABC Stormwater Flooding Board 
Public Meeting Notice 


The Arlington, Belmont, Cambridge Flooding Working Group (ABC Working 
Group) will meet on Tuesday, September 9, 2014 at 6:00 p.m. in the Selectmen’s 
Hearing Room, 2 nd Floor, Arlington Town Hall, 730 Massachusetts Avenue, 
Arlington Massachusetts. 


Agenda 


1. Public Comments (discussion) 

2. Designation of primary and alternate members (discussion) 

3. Board Election (Vote) 

• Chairman, Vice Chairman and Treasurer/Clerk 


4. Issues and Activities (discussion) 

• USGS Stream Gauge 

• Climate change & storm surge - moving forward 

• MWRA sewer overflows 

• Upper Mystic Lake Dam - operations, request for an update from 
Department of Conservation and Recreation. 

5. Discussion of issues and concerns for upcoming Agenda items 


6. Remaining 2014 Hearing Dates: 
• November 11, 2014 



